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Eohalimede sandersi, the correct name for the species described as 
Eohalimede saundersi Blow & Manning, 1997 
(Crustacea: Decapoda: Xanthidae) 
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The species name of the fossil xanthid 
crab that we dedicated to Albert E. Sanders 
of The Charleston Museum (Blow & Man- 
ning 1997:177) was incorrectly spelled 
saundersi in the original description. We 
regret this lapsus and apologize to Dr. 
Sanders for this unfortunate error on our 
part. 


The correct name of the species is Eo- 
halimede sandersi Blow & Manning, 1997. 
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